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428-86, Southwood-Stratford Storm Sewer, with Land, Inc., in 


BILL NO. S-87-10- >>_ 
SPECIAL ORDINANCE NO. ADIA 


AN ORDINANCE approving Change Order 
No: (Pinal) “for Res. .428-86, 
Southwood-Stratford Storm Sewer, 
with Land, Inc., in connection 

with the Board of Public Works 

and Safety of the City of Fort 
Wayne, Indiana. 


NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 





OF THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That Change Order No. 1 (Final) for Res. 


connection with the Board of Public Works and Safety, for: 


this Change Order and Final is 
necessary to adjust final contract 
price to match actual construction; 





involving a net decrease of Seven Thousand Eighty-Eight and No/100 
Dollars ($7,088.00), all as more particularly set forth in the 
specifications, and which is on file with the Office of the Board 
of Public Works and Safety and is by reference incorporated herein, 
made a part hereof, and is hereby in all things ratified, con- 
firmed and approved. 


SECTION 2. That this Ordinance shall be in full force 





and effect from and after its passage and any and all necessary 


approval by the Mayor. 


Councilmember 
ee 
Zee 


nee 


APPROVED AS TO FORM 


AND 2. . 
á P. 
Zz 


Bruce O. Boxberger 






City Attorney 









SANDRA E. KENNEDY, CITY CLERK 
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DATE: A 2 “a P -A / 


Passed and adopted by the Common Council of the City of Fort- 


TY CLERK 


Wayne, Indiana, as (AN 


(SPECIAL) (ZCNENG-MAD) ORDINANCE (RESSCLUPIEN)—- NO. 


on the O PRTA day Se Cage ke ne Pas ce 














SANDRA E. KENNEDY, CITY CLERK 






Presented by me to the Mayor of the City'of Fort Wayne, Indiana, 


2 Px day of Dela 








on the: rg Rs 
at the hour of (22 O'clock / À ME Es Tr. 
ja TET TEE 
SANDRA E. KENNEDY, CITY CLERK 
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Approved and Signed by me this. A OE CL ass r 
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WIN MOSES, JR., MAYOR y 


CHANGE ORDER £ 





Change Order No. 1 (Final) Resolution No. 428-1986 
Project No. Board Order No. > 
Name of Project: SOUTHWOOD - STRATFORD STORM SEWER Date: "9/23/87 CEM a 
RR LON ae GR Ne 
Ta: Land, Inc. 
(Contractor) 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans and 
specifications: 














| Quantity | 


Change in Contract Price 
Decrease Increase 











Description of Change 
RN description ce ee 


| 














$11,227.00 
RE 
$7,088.00 


The sum of $. 7:088.00 is hereby (KKÆKXXAX) (deducted from) the total contract price 
and the final contract price shall be adjusted as follows: 


Total Decrease 


Total Increase 


Net (Decrease) ( PRExER ES) Contract Price 





Original Contract Price 


: : > $ 104,947.00 
Current Contract Price Adjusted by Previous Change Order 104.947,00 
New Contract Price including this Change Order $e 


$ 97,859.00 


The time provided for completion in the contract for this project is (unchanged) (XK&KEXHEAX) 
(dBCUBESER) by calendar days due to this Change Order. The date for completion 


of all work shall be unchanged - Furthermore, this document shall become an 
amendment to the contract and all provisions of the contract shall apply hereto. 


Recommended by: Lt. Uke 7A Chief Engineer me OS) o 


r ) 
Accepted oO) / Contractor Date 7- quo 24 
Approved ET y; mn City Engineer Date 9- S9-$7 


Approved 67 S Omer Date /O- /-F7 
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Attested by: Relea) AM dk AL erk Date LO e J K Z 


ATTACHMENT TO CHANGE ORDER 
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1 30" R.CiP Class TIL- 51.00 892.50 
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: 
| ed eee DD sa ee 


Total Decrease 11,227.00 


Total Increase 


` 


Net (Decrease) ( KERE Contract Price 7,088.00 


l, 


Change Order No. T 





Resolution No. 428-86 
. Board-Order No. 283-86 


Ha 
REQUEST AND JUSTIFICATION FOR CHANGE 


Necessity for change: To adjust final contract price to match actual construction 


cost. 














Will proposed change alter size of the project? Yes No X 


If yes, explain 


Affect on operation and maintenance cost of this project: 


NO 

















Admn. Appr. 


TITLE OF ORDINANCE Change Order #1 (Final) Res. 428-8 6, Southwood-Stratford 


DEPARTMENT REQUESTING ORDINANCE Board of Public Works & Safety 


SYNOPSIS OF ORDINANCE Change Order #1 (Final) for Res. 428-86, Southwood- 
Stratford Storm Sewer is necessary to adjust final contract price 


to match actual construction. Land, Inc., is the contractor. 


Tse pat âetascoperetso. anã, me ie sie Sora 


ee ee O 
CO AO RO ee rr ae ee 


EFFECT OF PASSAGE To facilitate completion of project. 


E RARE o A eA RIGS PRION RETA O Ga ro Guero cis me mime ne ee 
ES a ee TNT ta RR Use CR e sce an E ee eR S a le E NR ae 
EFFECT OF NON-PASSAGE 
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MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) Decrease $7,088.00 
fc eee ee 


ENE), LOM a a en EE: Re IRE I aa ee eae 
ASSIGNED TO COMMITTEE 
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BILL NO. S-87-10-22 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
E ia ea seco ee es ema e 


REFERRED AN (ORDINANCE) (RESOLUTION). approving Change Order 


No. 1 (Final) for Res. 428-86, Southwood-Stratford Storm 


in connection with the Board of Public 


Sewer, with Land, Incas 


Works and Safety Of the City of Fort Wayne, Indiana : 






HAVE HAD SAID (ORDINANCE)... (RESOLUTION) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 





` (RESOKURXGN) 
YES NO 


CHARLES B. REDD 
CHAIRMAN = ee ee 
PAUL M. BURNS 
VICE CHAIRMAN La SS EI e 
THOMAS C. HENRY 

PE etl ae IE É Se Mae A ae 
BEN A. EISBART 

mea RT TEE RN OD ET AE 
` SAMUEL J. TALARICO | 

ei RM Sa E 


CONCURRED IN /0 “A7-F 7 SANDRA E. KENNEDY 
| CITY CLERK 
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